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Reports 


ded Missile Branch 
Chier, Military-Selentific Division, PIC 


RR/HTA/E/R113/58 Reported GM Site Near Omsk 


An examination of photography in the Omsk Area ideas no 
evidence of a possible missile comple arts 
of Army Ceble 
If tne installation exists, it has either been constructed 
since the latest available photographic coverage dated[—C—C~*dSC( ‘a; 
or the geographic cvordinates as given in the cablegram are incorrect. 
Ii the coordinates as given are incorrect, the reported complex may 
not be covered by photography. 


[ 


Distribution: 
Orig. - Addressee 
1 - Support Staff 
1 - Project Folder 
1 - MSD Chrono .- 


ak 
AFL/KK/b1t/4 Sept. 58 


Approved For Releas@¢ 2002/11/20 : CIA-RDP81T0099GR000100010016-5 


oe Approved For Release 2002/11/20 : CIA-RDP81T00990R000100010016-5 


Approved For Release 2002/11/20 : CIA-RDP81T00990R000100010016-5 


